This report is required by law (7 DSC 2143). Failure lo report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

34-R-0008 115 

FORM APPROVED 

OM8 NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. I 

include Zip Code) 


DOW CHEMICAL COMPANY 

TOXICOLOGY & ENVIRONMENTAL RESEARCH 

CONSULTING 


1803 BUILDING 


MIDLAND, Ml 48674 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


TOXICOLOGY RESEARCH LAB 
MIDLAND. Ml 48674 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
anirr^ls upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animais 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
(he procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


122 



122 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

8 

318 

77 


395 

9. Non-Human Primates 






10, Sheep 






11. Pigs 






12. Other Farm Animais 












13. Other Animais 
























1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animats affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

10/17/2005 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which Is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 











FACILIPt' LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A I 


A. B. Number of animal 

being bred, 
conditioned, or 

Animals Covered held for use in 

By The Animal teaching, testing, 

Welfare Regulations experiments. 

research, or 
surgery but not yg 
used for such 
purposes. 


C. Number of 

D. Nurr^r of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 


which teaching. 

teaching, resear^. 

accompanying pain or distress to the animals and for wh 


research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

OF ANIMALS 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

involving no pain. 

for which appropriate 

producing pain or distress in these animals and the reast 

C+D+E) 

distress, or use o 

pain-relieving 

drugs. 

anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

such daigs were not used must be attached to this report 



4. Dogs 


5. Cats 


e. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

1 1 . Pigs 

12. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report in addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an ord.rr to cease and desist and to be subject to penalties as provided for in Section 21; 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


DEC 0 1 200^ 


aee attached form for 
additional information. 


Interagency Report Control No.; 


1. CERTIFICATE NUMBER: 

34-R-0017 

FORM APPROVED 

0MB NO. 0579-0036 

CUSTOMER NUMBER: 

129 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Michigan State University 

Office Of Research & Graduate Studies 

232 Administration Building 

East Lansing, Ml 48824 


Telephone: (517) -355-0306 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


Gerbils 

10. Sheep 

11. Pigs 

Hor,SP- 

Mink 

COw 


Hyena 

Squirrel 

Wild Mouse 


ASSURANCE STATEMENTS 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 


D. Number of animals upon 
v^ich experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


drugs. 

used. 

145 

350 

97 

127 

147 


889 

322 

36 

102 

40 

32 

109 


100 



147 

1211 


138 


T2^ 

109 

100 

45 

274 

1526 

36 


194 

392 


1 } Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 


DATE SIGNED 

11 / 30/0 













This fBporl IS raquir«d by law (7 USC 2ia3). Failuiu lo repoti according lo ihe regulaliMS can 
result m jn Ofdef to cease aod desist and to be subfoct lo penalties as provided tor »n Section 2150. 


See reverse side tor 
additional inlormalion. 


UNITED STATES OEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


Interagency Report Control No. 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEAOOUARTERS RESEARCH FACIUTY (Name and Address, ae regtsterea with USOA 
includm Zip Code) 

Jlichigan State University 
Office of Research & Graduate Studies 
232 Administration Building 
East Lansing, MI 48824 


Animals Covered 
By The Animal 
Welfare Regulations 


12 4rOR 13 Other 
iUst by species) 


B. Number ol 
animals being 
bred. 

conditioned, or 
held Jor use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ tor such 
purposes. 


C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


0- Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to ihe animals 
and tor which appropriate 
anesthetic, analgesic, or 
Iranguilizing drugs were 
used. 


Number; ol animals uporv wmcA teachmgy 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use ot appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests fAn ajiplanation of 
the procedures producing pe/n or Jis/ress in fhese 
an<ma/s and the reasons such drugs were not used 
must be ahached to this report) 


TOTAL NO. 
OF ANIMALS 


(Cols. C * 
O £) 


Chipmunk 


Shrew 



assurance STATEMENTS 


1 , P,otess.onaHy accep.able slandard. governing .he care, Irea.men., and use ol animals, including appro, .ale use of aneslhelic. analgesic, and uauquili.ing drugs, prior -o. Jik'iu.i. 
and lollowiny acTual research, leuching, lesling, surgery, or e.periinenlalion were tollowed by Ihis research lacilily 

2) Each principal mveslujalor has considered allernalives lo ijair.lol procedures 

addition to tdenlitying the lACUC approved exceplions, this summary includes a bnel axplananon ot Ihe exceptions, as -ell as ihe speces si * 

4) The ai.endmg veier.narian lo, ihis research lac, lily has apprupnaie uu.hori.y .0 ensure .he provision ol adeguale veleiinary Care and 10 oversea Ihe aoequucy nl olher uspe..:s ol 
animal care and use ' — — — — — 

— — — ^RTIFICATION BY llEAUQtAKTES KKSKAKCH FACIUTY OFFICIAL 

(Chief Executive OfCicer or Legally Reeponsible Institutional Official) 

I cerlity lhal Ihe above is true, correcl. and complele (7 U S C Section 2143> 


signature of C.E.0. or INSTITUTIONAL OFFICIAL 


OATH SIGNED 



APHIS FQ 

(AUC , 


PAirr 1 - HEADQUARTERS 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can See rev 

result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. addition 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE i 34-R-001 8 


See reverse side for 
additional information. 


ON NO. CUSTOMER NO. 

195 




Interagency Report Control No 
0180-DOA.AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
indude Zip Code) 

EASTERN MICHIGAN UNIVERSITY 
106 WELCH HALL 
YPSILANTl, Ml 48197 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 


EASTERN MICHIGAN UNIVERSITY 
YPSILANTl. Ml 48197 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D, Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic.analgesic. or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1 . CERTIFICATE NUMBER: 34-R-O0 1 9 
CUSTOMER NUMBER: 1 06 


Ferris State University 
220 Ferris Drive 
Big Rapids, Ml 49307 

Telephone: (231) -591-2246 


Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579-0036 


:^8 2 m 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Doql 

5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


OCT 88), which is obsolete.) 


I AU»J » I ) 










This report is required by law (7 DSC 2143). Failure to report according to the regulations cai 
result in an order to cease and desist and to be subject to penalties as provided for In Section 21.' 


MC 022005 


See attached form for 
additional information. 


Interagency Report Contn 


DntrqpJo.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0032 

CUSTOMER NUMBER; '100 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Dow Corning Corporation 

Health & Environmental Sciences Dc-3 
2200 W. Salzburg Road 

Auburn, Ml 48611 



Telephone: (989) -496-4000 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS (Sites) • See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTRO L OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs vt^re i 

used. 1 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 

4. Dogs 



j 

1 

1 


O 

C. Cats 





0 

6. Guinea Pigs 





o 

7. Hamsters 





o 

8. Rabbits 


■3? 

S' 


^3 

9. Non-human Primates 






10. Sheep 





0 

11. Pigs 





c 

12. Other Farm Animals 





Q 







13. Other Animals 





o 




i 

1 

1 















1 ASSURANCE STATEMENTS 


1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 



(AUG 91 ) 


is obsolete.) 











This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-OOA-AN 


/ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

34-R-0033 522 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code} 

WESTERN MICHIGAN UNIVERSITY 

1201 OLIVER STREET RESEARCH & SPONSORED 
PROGRAMS 

KALAMAZOO, Ml 49008 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATtONSrsrfes) 


WESTERN MICHIGAN UNIVERSITY 
KALAMAZOO. Ml 49008 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnaie 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hannsters 



62 


62 

8, Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Commiltee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animial care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

10/17/2005 


APHIS FORM 7023 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






Interagency Report Control No.: 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21t 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 34-R-0035 

CUSTOMER NUMBER: 't QQ 

FORM APPROVED 

OMB NO. 0579-0036 

Hope College 

35 East 12th Street 

Holland, Ml 49422 



Telephone: (616) -395-7722 

NOV ;^"^2Q05 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentatlon, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


■ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

I I I I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

o 

5. Ca.s 

o 

0 

0 

0 1 

0 

6. Guinea Pigs 

0 

X 


0 

2- 

7. Hamsters 

0 

la 1 

o 

o 


8. Rabbits 

D 

0 

0 

i 0 

0 

9. Non-human Primates 

O 

0 

o 

0 

0 

10. Sheep 

O 

0 

0 

0 

0 

11. Pigs 

O 

0 

o 

0 

0 

12. Other Farm Animals 

0 

o 

o 

0 

0 







13. Other Animals 

0 

0 

0 

0 

o 


















1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary me 


bnef explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATUF 

3NAL OFFICIAL 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

hllljoS 


APHIS FOR 
(AUG! 


3 FORM 18-23 (OCT 88), which is obsolete.) 




This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 21! 


0 F C 02 2005®^ attached form for 
additional information. 


Interagency Report Control Nd^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 34-R-0037 

CUSTOMER NUMBER: 200 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 

William Beaumont Hospital 

Research Institute 

3811 West 13 Mile Road 

Royal Oak, Ml 48073 



Telephone: -551-0666 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessarv or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D . Number of animals upon 
which cxpcrlriHsius. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conoucted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


InaMF a TITI F OF C.E O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 


DATE SIGNED 

11-21-Oi 


i, which is obsolete.) 



























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 

additional in^^^\i|bn. ‘ ^ ' 900^ 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 34-R-0044 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 


CUSTOMER NUMBER: 202 



Central Michigan University 


ANNUAL REPORT OF RESEARCH FACILITY 

Foust Hall, Office Of Research 


( TYPE OR PRINT ) 

Mount Pleasant, Ml 48859 



Telephone: (989) -774-6777 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


^EPO^O^NIMA^TsE^^^NDER^O^^O^^ES^RC^^i^^^^tec^^dit^a^hMtsjfnecessa^^r^seAPHI^orm7o23^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery', or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use cf appropriate anesth«tic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

i 





8, Rabbits 


10 



10 

9. Non-human Primates 






10. Sheep 






11. Pigs 

i 





12. Other Farm Animals 












13. Other Animals 



i 


Gerbi 1 s 

70 

45 


45 



! 











I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 



Sh 


^ 

' or Print ) 



API CT 88). which is obsolete.) 















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 J 


See attached form for 
additional infoimatton. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0060 

CUSTOMER NUMBER: 215 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Macomb Community College NOV 
Veterinary Technician Program 

44575 Garfield Road 

Clinton Township, Ml 48038 

Telephone: (586) -286-2096 

2 1 2805 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or ej^erimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A > 


A. 

Animals Covered 

By The Animal 
Velfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-reliaving 
drugs. 

D. Number of animals upon 
whiDh expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


i-O 

Z- 


q-T- 

S. Cats 


L'U 



q-Z- 

6. Guinea Pigs 





« 

7. Hamsters 


\4' 




8. Rabbits 


3 



5 

9. Non-human Primates 


0 



o 

10. Sheep 


ZP\ 


1 

ZP\ 

11. Pigs 


u 



u? 

12. Other Farm Animals 








zs' 

/ 


2- ST 

13. Other Animals 











9 

(Lc/yr&, 


6 



B 



IZ. 



IZ. 


I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying.the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




SIGh 





DATE SIGNED 

'Vib/otr 












This raporl is required by lew (7 USC 2143). Failure lo repori jccordmq lo the tegulalions can ” 
result in an order lo cease and desist and to be sub|ecl lo penalties as provided lor in Section 2150. 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


^verse stde tor 
tonal inlormation. 


interagency Aepori c 
0180-OOA-AN 


REPORT OF ANIMALS USED BY OR UNDER CON TROL OF RESEARCH FACILITY (Ailacn ,, ngc.KaQ. or use thn lorm.) 


1. registration mo; - I 

I O r- I APPROVED 

F— "■ C>0((?0 I 0MB NO. 0579.0038 


includo rACIUTY (Nama and Addreaa. aa registered witti USDA, 

CowHxuOrTy Cou-^t, 

V&rEia-T>J?Vii2-v Pt-oCcisJU-v 

Mi:r ij-6o3,Pj 


Animals Covered 
By The Animal 
Welfare Regulations 


12 3wOR 13 Other 
(List by spectes) 


B. Number of 
animals being 
bred, 

condilioned, or 
held Jor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 


C Numoer ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain* 
relieving drugs. 


Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pam or 
distress to the animals 
and for which appropriate j 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used. I 


Number ol animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and lor which the use ol appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
inlerpreialion of the teaching, research, 
experimenis. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


total no. 

OF ANIMALS 


(Cols. C * 
0 ^ E) 



1) ^'^^*®ssiona»y acceplJbie standards governing the caie, treatment, and use ol animals, includinq aoororiaie use of aiiesihfuir - r, i r r . 

and lollow.ny aclual , .-search, reaching, lesling, surgery, n, ea^arrunenlalrcn were Inlluwed by Ih.s Tesearch lacMrW ' ba-rqu.lr.rng rlrugs, prror -n, Jrr.-rrrrj. 


uv.iaa. i<.acuiL.ii, iruuMiny, lesiifig, surgery, or e.<pt;riineiitai>on were followed by Ihis research lacilify jt r- 

2). Each principal investigator has considered alternatives to (lainlul procedures 

" Infrnai'^a/nnd" sa""'"" --'o-V -u ensure -he provrsron ry, adequare vererrnary care and ,o oversea ,he aryequacy n. orher aspecrs o, 


CERTIFICATION BY HEADQUAKTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certitv that the above is true, correct, and complete (7 U S C Section 2143) 


PART 1 - HEADQUARTERS 







This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


OCT 1 42005 


See attached foim for 
additional information. 


Interagency Report Control 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0064 

CUSTOMER NUMBER: 218 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Borgess Medical Center 

Borgess Research Institute 

1521 Gull Road 

Kalamazoo, Ml 49048 



Telephone; (269) -226-5407 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. B. Number of animal 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 

12. Other Farm Animals 

13. Other Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

0, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or . 

tranquilizing drugs were I 

used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 











ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the proviaon of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


fi 



I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


iO/ujC 


M 18-23 (OCT 88). which is obsolete.) 















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


See attached form for Interagency Report Control No.: 

additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 
CUSTOMER NUMBER: 


34-R-0121 


FORM APPROVED 
0MB NO. 0579-0036 


424 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Northern Michigan University 

1401 Presque isle Avenue 

Marquette, Ml 49855 . 

^0]/ (I4 2S05 

Telephone: (906) -227-2301 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Biology Department, Sciences Buildi^g-iLcry locations ( sites )- see Atacoed Listing 
Psychology Department, Cries Hall 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APH IS Form 7023 aT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

! 

i 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
acconpanying pain or 
distress to the animals an 
for which appropriate ' 

anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

1 

E. Numberof animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, expenments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7, Hamsters 


i 




8. Rabbits 


1 




9, Non-human Primates 


— 




10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 








1 

















I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report, in addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIG 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Type or Print ) 

j DATE SIGNED 

loiz^/or 


APH 



h is obsolete.) 



















This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
_j|esuinn^an^Qrder^o^ and desist and to be subject to penalties as provided fo r in Section 21 50 
UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


1. REGISTRATiON NO. 

CUSTOMER NO. 

34-R-0142 

423 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


indude Zip Code) 


(TYPE OR PRINT) Michigan technological university 

RESEARCH COMPLIANCE OFFICE 1400 TOWNSEND 
DRIVE 

HOUGHTON, Ml 49931 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, lesting, leaching, or experimentation, or held for these purposes. Attach additional 
sneets it necessary.) 


FACILITY LOCATIONSfs/fes) 

MICHIGAN TECHNOLOGICAL UNIVERSITY ~ — 1 

HOUGHTON, Ml 49931 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

0. Number of animals upon 

animals upon 

which experinrents. 

which teaching. 

teaching, research. 

research. 

surgery, or tests were 

experiments, or 

conducted involving 

tests were 

accompanying pain or 

conducted 

distress to the animals 

involving no 

and for which appropriate 

pain, distress, or 

anesthetic, analgesic, or 

use of pain- 

tranquilizing drugs were 

relieving drugs. 

used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


ini 31.ll4--LII. I .L II l l |. l 44J.IM. I fJ.4L l . l .k l J.Ll. l .l l )-].. l l. l .l). l - I J. l J-BiJ-Li].L P . i .i. 





and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prihcipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, a nd complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsoiete 


PART 1 - HEADQUARTERS 















This report is required by law (7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.; 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2V. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0144 

CUSTOMER NUMBER: '] 703 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Parkedale Pharmaceuticals 

870 Parkdale Road 

Rochester, Ml 48307 

NOV v; 2005 


Telephone; 

(248) -65 1-9081 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 

Parkedale Pharmaceuticals, Building 37 (See address above) 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A > | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
aninrtals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experinnents. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying p)ain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4 Dogs 






5. Cats 






6. Guinea Pigs 

0 

1560 

472 

0 

2032 

7. Hamsters 






8. Rabbits 






9. Non-human Primates 




! 

i 

10. Sheep 




1 

! 


11. Pigs 






12. Other Farm Animals 












13. Other Animals 
























1 ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetlc, analgesic, and tranquilizing drugs, prior to, during, and following actual res£ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary Inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the fM-o>rtSion of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


St 

1 NAME * TITI F OF O F n OR INSTITl ITIONAI OFFIOIAI ! Tunfi nr Print 1 

DATE SIGNED 

AP 

lich is obsolete.) 



















This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
34-R-0147 


CUSTOMER NO. 

10106 


Interagency Report Control N 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

WEST MICHIGAN REGIONAL LABS 
3201 BURTON ST., SE 
GRAND RAPIDS. Ml 49506 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes 


WEST MICHIGAN REGIONAL LABS 
GRAND RAPIDS. Ml 49506 


Animals Covered 
By The Animal 
Welfare Regulations 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets necessary or use APHIS FORM 7023A ) 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D-i-E) 

involving no 

and for v^ich appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C,E,0. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

10/27/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for 


icy Report Control Ni 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R.0149 

CUSTOMER NUMBER: 3477 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Grand Valley State University 

401 W Fulton 


( TYPE OR PRINT ) 

Grand Rapids, Ml 49504 



Telephone: (616) -,336^7265 

331 ' 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) I 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


[^^^£^^^^NIMAL£^SE^^^O^^NDER^O^RO^O^RESlEARC^FACIU^^^ttecI^dditiona[Theetsl^Tecessan^ruse^PHIsTorrT^023^ 


A. 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yg 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pam. 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6, Guinea Pigs 






7, Hamsters 






3, Rabbits 

THIS FA 

CILITY DID Is 

OTUSE ANY AND 

lALS COVERED BY AWA REGl 

ILATIONS 

9, Non-human Primates 






10, Sheep 






11. Pigs 






12. ether Farm Animals 












13. ether Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

A standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


SIG 


APH 


NAME & Tr 


DATE SIGNED 


), which is obsolete.) 






This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21J 

See attached form for 
additional information. 

Interagency Report Control 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: Pi 12005 

CUSTOMER NUMBER: ^'\'\ 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Henry Ford Hospital 

2799 W Grand Blvd 

Detroit, Ml 48202 



Telephone: (313) 876-2924^ 


1 3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

4, Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11, Pigs 


12. Other Farm Animals 




13. ether Animais 


Fcrr«-^S 







I assurancTswemeI^ 


C. Number of 

0 . Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 


which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for wh 

TOTAI Ml Ift/IQCD 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

1 U 1 AL INUMbtK 

AiLiikiAt o 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Ur ANIMALo 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 


conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

( COLUMNS 

involving no pain. 

for which appropriate 

producing pain or distress in these animals and the reasr 

C+D+E) 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 

pain-relieving 

tranquilizing drugs were 



drugs. 

used. 






lOS 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animat Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) \ DATE SIGNED 


solete.) 























r 


OCT D 6 20B 



This report is required by law (7 USC 2143). Failure to report according to the regulations can attached form for Interagency Report Control No.:i 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21} additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0152 

CUSTOMER NUMBER; 13343 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Midwest Animal Blood Services Inc 

4983 Bird Dr 

Stockbridge, Ml 49285 

Telephone: (517) -851-8244 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


[ report OF animals used by or under control of research facility I Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Nurr^er of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
researen, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 

4. Dogs 


1 

i3 


iH 

5, Cats 



(pH 


(3*4 

6, Guinea Pigs 






7. Hamsters 



i 



8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






12. ether Farm Animals 






GckT 


5 




13. ether Animals 














1 



1 








ASSURANCE STATEMENTS 


I 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

C 

WAII4P A xm C nc r C n np IMQTITI IXinMAI nCCiriAl / Tur.^ Orint \ 

DATE SIGNED 


Al ;T 80), which is obsolete.) 


i 













This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


interagency Report Control No 
OieO-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

VA MEDICAL CENTER (553) 

VA MEDICAL CENTER 
ALLEN PARK. Ml 48101 


1. REGISTRATION NO. 

CUSTOMER NO. 

34-V.0001 

724 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfsifesJ 


ALLEN PARK. Ml 48101 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

1 0. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

' which experiments. 

experiments, research, surgery or tests were 

TOTAL NO. 

which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 

(Cols. C ♦ 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be affachei^ to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
















This report is required by law {7 DSC 2143). Failure to report according to the regulations can 
result in an^ordet^cease and desist^nd^to^b ^ubject to penalties as provided for In S ection 2150. 

UNITED STATES DEPARTMENT 


See reverse side for 
additional information. 


Interagency Report Control No [ )\ 

0180-DOA-AN 





r OF agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
34-V.0002 


CUSTOMER NO. 
739 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
' include Zip Cade) 


VA MEDICAL CENTER (506) 
2215 FULLER ROAD 
ANN ARBOR, Ml 48105 


^esearch.'tes.,n 9 . leach.ng. or expe rimentation, or held Icr these purposes. Attach additional 
FACILITY LOCATIONStetesj 


VA MEDICAL CENTER (506) 
ANN ARBOR. Ml 48105 


REPORT OF ANIMALS USED BY 

OR UNDER CONTROL 

3F RESEARCH FACILIP 

1 

(Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

Animals Covered 

By The Animal 

Welfare Regulations 

anin^ls being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anatgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 



3 


3 

5. Cats 






6. Guinea Pigs 






7, Hamsters 






8. Rabbits 






9, Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 


















ASSURANCE STATEMENTS 

1 ) Professionally acceptable sta 

idards governing the care 

, treatment, and use of ar 


. 



2) Each principal investigator has considered alternatives to painful procedures. 

principal investigator Ld ^ proved by mrinst!tSarArtTOTcare*a‘'nd^Use' and regulations be specified and explained by the 

addit, on to Identify, ng the lACUC-approved exceptions, th,s su^ntary ,n^cru7es":re:r^^^^^^^^^^^ 

-- and to oversee the adeguacy of other 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL — 

(Chief Executive Officer or Legally Responsible Institutional official) 

[certify that the above is true, correct, and complete (7 U.S.C, Section 21431 

I olvaiNM 1 uc\c ur UK IIMi) III U TIUNAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAI nFFtrtAi rr./no ^’"daTE SIGNED 

10/28/2005 

APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), whi 






